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RULES AND REGULATIONS FOR THE CONSTRUCTION AND 
CLASSIFICATION OF SHIPS FOR THE CARRIAGE OF LIQUID 
CHEMICALS IN BULK, October 2012 


Notice No. 1 


This Notice contains amendments within the following Sections of the Rules and Regulations for the Construction and 
Classification of Ships for the Carriage of Liquid Chemicals in Bulk, September 2012. 
The amendments are effective on the dates shown: 


Chapter Section Effective date 


15 15.1 1 July 2013 


The Rules and Regulations for the Construction and Classification of Ships for the Carriage of Liquid Chemicals in Bulk, 
October 2012 are to be read in conjunction with this Notice No. 1. The status of the Rules is now: 


Rules for Ships for Liquid Chemicals Effective date: October 2012 
Notice No. 1 Effective date: 1 July 2013 


All text which does not appear in the IGC Code is prefixed by ‘LR’ and thick vertical lines (see LR 11.3) 
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Chapter 15 


Chapter 15 
Special Requirements 


Effective date 1 July 2013 
15.11 Acids 


LR 15.11(a) The internal cargo tank surface is to be 
smooth and free of obstruction, and the arrangements at 
corners are to be appropriate to the intended lining 
arrangements. 


LR 15.11(b) A corrosion protection lining, when applied 
to the tank or piping surfaces, is to be applied in solid state. 
Application in liquid state is not permitted because it may 
be difficult to ensure adequate control of the thickness of 
the lining at edges and corners, and to ensure the 
necessary control of the curing process. A lining approved 
for use with acids is an acid-resistant material that is 
applied to the tank or piping system in a solid state with a 
defined elasticity property, which is to be greater than the 
elasticity of the structural steel. 
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